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In the Home 
or Apartment 
Building 

to burn all waste 
material at the place 
where it originates, 
without labor or ex- 
pense is the real so- 
lution of the refuse 
and garbage problem. 
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Occupies no extra space except the enlarged base of the chimney in basement 
"You wouldn't know you had it, except for what it does for vou." 






ERNERATOR 



Built-in the-Chimney 



Various systems of disposal or destruction of gar- 
bage and waste material have been tried in both this 
country and Europe, but the only thoroughly satis- 
factory method so far developed is that of burning. 

Destruction by burning in municipal plants has 
reached an advanced stage of development, but with 
the exception of a number of stove or furnace arrange- 
ments, built to operate with gas or other fuel and de- 
signed to consume garbage only, there has never been 
any successful attempt made to solve the problem of 
the disposal of all household waste, including garbage, 
until the Kernerator was perfected. 

Principle 

The Kernerator is built into an enlarged base 
of the kitchen chimney wherein is placed an ar- 
rangement of grates designed with a by-pass, which 
permits the draft to pass over and around as well as 
through the material to be burned. No fuel is required 
as our system is founded upon the demonstrated fact 
that in a normal household there is more than enough 
combustible material in the form of waste paper, rags 
and the like, to dry out the moisture from any ordinary 
supply of garbage. Garbage itself is thoroughly com- 
bustible when dried and requires only sufficient heat 
to evaporate the moisture in order to render it com- 
bustible. 

Odorless 

Little or no decomposition of kitchen waste will 
take place inside of the incinerator, even in the hottest 
weather, because the inside of the chimney contains 
soot, creosote and gases which are all preservatives 
and disinfectants and prevent decomposition for the 
relatively short periods between burnings. It is the 
same principle as used in the old-fashioned brick smoke 
house in which meats are smoked so as to keep them 
sweet for an indefinite length of time. The inside of 
your chimney is, by reason of frequent burnings, abso- 
lutely sterile and there is therefore no inducement to 
decay. Our experience, covering a number of years, is 
that our incinerators are in fact, odorless. 
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Process 

A receiving hopper door is placed in the chimney 
flue in the kitchen and in the upper stories of the build- 
ing if dc»:re<J. Into this hopper is dropped all manner 
of household refuse from time to time as it develops — 
newspapers, wrapping paper, kitchen waste of all kinds, 
cardboard boxes, tin cans, bottles, rags, sweepings, etc. 
This may 1)" continued for about a week or until the 
incinerating chamber is practically full of alternate 
layers of thoroughly combustible and relatively non- 
combustible material, but with the combustible ma- 
teria! far in excess of the damp or non-combustible. 
The tin cans, bottles, and other material of this char- 
acter, hold the mass in a loose condition, permitting 
the draft, fire and heat to circulate thru and around 
the moist material. 

The incinervitor is Bred about once a week. The 
intense heat from the large amount of burning material 
quickly evaporates the moisture in the vegetable 
mattec and this dried material in turn becomes fuel. 
The burning, however, is of relatively short duration 
and does not result in radiating any heat into the 
kitchen or upper floors. The fire being hot while it 
lasts, creab s a strong draft into and up the flue so no 
smoke or odor can come out through the hopper door 
• the kitchen or upper stories. The fire thoroughly 
sterilizes the entire flue, maintaining a perfectly sani- 
tary condition from the bottom to the top. The soot 
on the walls of the chimney absolutely prevents 
kitchen waste from adhering to the inside walls of the 
flue, which is not in any way comparable to the so- 
eailed garbage chute. 

The Kernerator has been in daily use for years 
and has been carefully tried out under every possible 
condition and it is now in successful operation in 
thousands of homes and apartment buildings through- 
out the United States. 

Because of our absolute knowledge of the inciner- 
ator s practical performance and our unlimited con- 
fidence in its efficiency, we do not hesitate to give with 
every installation our unconditional guarantee appear- 
ing on the opposite page. 
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Our Standing Guaranty 



Every incinerator is sold and 
all payments thereon are received 
with the understanding that the 
Kerner method of burning, ster- 
ilizing and storing kitchen waste 
and household refuse in the chim- 
ney is a strictly sanitary and 
efficient method. Should the pur- 
chaser at any time within six 
months from date of installation 
according to plans and specifi- 
cations, and after a reasonable 
and fair trial use of the inciner- 
ator, in accordance with directions, 
find this method not strictly sani- 
tary and in every w r ay satisfactory 
and not care to make further use 
of the Incinerator, he may notify 
the Company, return the metal 
parts, and the Company will within 
15 days after receipt of said parts 
refund to the purchaser all money 
paid to the Company therefor, to- 
gether w r ith transportation charges 

We have never had an outfit returned 
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Milwaukee. Wis. 



Mr. Stowe Phelps, 
c o Grosvenor Atterbury, 
No. 20 West 43rd Street, 
New York City, N. Y. 
Dear Sirs:- 

Replying to your favor of the 27th 
inst., in regard to Kerner Incinerator, I placed 
one of these Kerner Incinerators in my residence 
three years ago and it has been giving excellent 
satisfaction. So much so, that I concluded to 
put one in our new factory building. We have 
an opening on each of the six floors and all 
sweepings and such things are thrown directly 
into the Incinerator. 

In regard to the one in my home, my 
wife once made the remark that she would prefer 
to go v/ithout the kitchen stove than without the 
incinerator, so you can see about what we 
think of it. 

Very truly yours, 

B. J. JOHNSON SOAP CO., Inc. 
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Pres. 




idence of Mr. Caleb E. Johnson, 595 Bradford Avenue, nGhraukn 
Architect, Fltthugn Scoti 
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Citvciivivati.OKio. February 27th, 1917 



Mr. Henry B. Yergason, District Manager, 
Kerner Incinerator Company, 
City 



Dear Sir: 

The Kerner Incinerator installed in my 
residence has been of such excellent service that 
a word of commendation to you is absolutely necessary. 
When the proposition was put to me at the time of 
planning this house, the workings of the Incinerator 
as explained by you were so simple that it seemed al- 
most impossible. At the time of signing your contract, 
the writer registered himself as among those from the 
State of Missouri. 

After having operated the Incinerator for 
six months, I wish to frankly say that it is the most 
useful and least troublesome unit in the house, and I 
readily recommend same to any one. 



Yours very truly, 





Residence of B. \Y. Lamson, Bedford Avenue, E. Walnut Hills, Cincinnati. 
Architect, G. C. Burroughs, Cincinnati. 



Park Heights Ave. , 
Baltimore Co. , Md. 
January 10, 1916. 

Kerner Incinerator Co., 
Baltimore, Md. 

Gentlemen: 

The Kerner Incinerator which you 
recommended to our architect, Mr. C. M. 
Anderson, and which was built in our 
new home, has given us splendid service, 
The kitchen waste and the household 
refuse, and tin cans and bottles are 
all disposed of at once. The in- 
cinerator is burned out as often as 
necessary. There are no odors 
and we have no garbage cans or refuse 
piles. 

We are glad our architect included 
this convenience in the house. 



Yours truly, 




Residence of George Schluderberg, Park Heights Avenue. Baltimore. 

Architect. Charles M. Anderson. 
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C. HAYWARD MURPHY 

2448 PENOBSCOT BUILDING 

DETROIT 

February 26, 1917. 

Kerner Incinerator Company, 
400 Penobscot Building, 
Detroit, Michigan. 
Gentlemen: Attention Mr. Ward 

Replying to your letter asking me what 
success I have had with the Kerner Incinerator 
I wish to say I have used it constantly since 
I moved into my house ten months ago and 
have found it very satisfactory. The little 
difficulty we had at the start was entirely 
due to the fact that it was not run, at that 
time, according to your directions. So far 
as I know, there has never been any smell 
caused by it, either while it was burning 
or while the garbage was lying on the grates. 
I consider the Kerner Incinerator the best 
machine for disposing of garbage and burnable 
rubbish. 

Yours truly. 





H H 
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Residence of C. Hayward Murphy, Detroit, Mich. 
Architect Albert Kahn, Ernest VVilby, Associate 
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Residence of Mr. \Y. H. Gardner, Oak Park, 111. Architect, E. E. Roberts. 




Residence of W. J. Fleming 07 Yates Ave., Chicago. 

Architects, Messrs. Tallmadge and Watson. 
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Chicago, Milwaukee & St. Paul Railway Co. 
Office of General Superintendent 



Milwaukee, March 12, 1915 



Kerner-Incinerator Co., 

Milwaukee, Wis. 

Gentlemen: 

The incinerator which you installed 
in the bungalow owned by F. D. Underwood at 
8 Watson Ave., is a very fine arrangement. It 
performs the work as you said it would and as 
I stated to your man it works perfectly and 
is the only way to take care of garbage 
around a person's home. If at any time I can 
be of any service to you in the nature of ad- 
vising people how it works, I shall be very 
glad to do so. 

Yours truly. 




E-C 



Gen. Superintendent 




Residence of Mr. P. C. Eldredge, Wauwatosa, Wis. 

Architect, F. C. Crabtree. 
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April 21, 1915, 



Kerner Incinerator Co, 
214 Eiddle Street, 
Milwaukee, Wisconsin. 

Gentlemen: 

The Kerner Incinerator is installed in 
the house in which I live and have been using 
the incinerator since November 19, 1914, being 
careful to operate and use same as per direc- 
tions received from you. 

We have found the incinerator^ very- 
convenient and Mrs. K. thinks it exceptionally 
good as it saves a great many steps in the 
kitchen. We have not noticed any smell or odor 
of any kind and can recommend the Kerner Incin- 
erator as a practical and very convenient method 
of disposing of the waste and scraps which 
accumulate in the house. 

Yours very truly, 



JZ $. fYftXtAw 



Ordinarily, when garbage is being consumed, there is an odor 
at the chimney top. This is the result of imperfect or incomplete 
combustion. The reason is that the oxygen (without which there 
can be no combustion), passing up through the grates and through 
the fire, is entirely consumed by the time it reaches the top of the 
fire. The inflammable gases and carbon, formed immediately above 
the fire, pas-, off into the air in the form of obnoxious gases and 
smoke, since there is no oxygen at this point to make combustion 
possible. 

The Kerner patented by-pass flue and grate feed heated oxygen 
into the gases formed immediately above the surface of the fire. As 
a result, the carbon and inflammable gases are completely consumed. 
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Residence of Mr. A. G. Van Schaick Highland Park, 111. 

Architect. Frederick W. Perking Chicig:>. 




Residence of Mrs. Kenneth Barnhardt Evanston, 111. 

Architects, Messrs. Brown and Walcott, Chicago. 
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1915. 



Kerner Incinerator Co., 

214 Biddle St., 

City. 
Dear Mr. Kerner:- 

As you will remember I hesitated very 
much in putting in your incinerator, as I 
feared the muss and trouble it would make in 
tearing out the base of our kitchen chimney 
in order to have it installed there, but it 
was done so quietly and so well without any 
annoyance to us whatever. Therefore it gives 
me double pleasure to add my indorsement to 
your list, and certainly appreciate having 
its service, which requires hardly any atten- 
tion, being very practical, labor saving and 
sanitary about our home. 

Yours truly, 



X^^P*"- 



The Kernerator can be installed in existing residences and 
apartment buildings, unless by reason of small size flues 
or unsuitable location of the kitchen chimney the con- 
ditions are unfavorable. Our engineering department is 
experienced in solving problems of this kind. 
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High Grade Catalogs and Circulars 

540 HARRISON STREET 

cnicACO 



ALL PHONES 
WABASH 1611 



December 4, 1914 

The Kerner Incinerator Co., 
Milwaukee, Wisconsin: 
Gentlemen: 

I am glad to testify to the efficiency of 
the Kerner Incinerator and to the courtesy 
and prompt attention given their work by 
their Chicago representative, Mr. Ewing. 

The incinerator was installed at my house in 
Winnetka with misgivings on my part and in- 
credulity on the part of the architect, but 
after having learned how to operate the same 
I have had no trouble. I believe it is much 
more sanitary and economical than the gar- 
bage man and more efficient than the gas 
system. 

Yours truly, 

WPJ7-C 



Gjt^X^, 6vf Hici <2p 




Residence of Mr. W. 1". Wallace. 



Winnetka, 111. 



Architects, Messrs. Brown and Walcott, Chicago. 
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Residence of Mr. H. A. J. Upham, 825 Lake Drive, Milwaukee. 
Architect, A. C. Eschweiler. 




Resilience of Mr. H. J. Hoffman, 78o Marietta Avenue, Milwaukee. 
Architects, Fernecke & Cramer. 
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WHOLESALE GROCER 



MOTEL | 
HOSPITAL SUPPUES 
INSTITUTION ! 



MILWAUKEE, WIS. 



192 . I941F'6 BPOAOWAY 



The Kerner Incinerator Co. 
214 Biddle Str. , 

City. 



Gentlemen: 

The incinerator you have installed in my 
house 14 months ago is proving so satisfactory, 
that it affords me great pleasure to offer you an 
unsolicited testimonial. Mrs. Pieper claims, that 
IT IS THE BEST INVESTMENT WE HAVE MADE IN THE 
HOUSE, - no smell, no waste of space, no inter- 
fering with the draft of the chimney, it takes 
care of the garbage and all the waste that so 
easily accumulates in a house. 

Wishing you a well deserved success I am 
Yours truly, 

7 2,/>£&-*~~- c*ux- 




Residence of Mr. O. R. Pieper, 72S Shepard Ave., Milwaukee. 
Architect, F. W. Andree. 
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Residence of Louis W. Bunde, 379 Terrace Avenue, Milwaukee. 
Architect, A. C. Eschweiler. 
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Residence of Armin A. Schlesinger, Lake Drive, Milwaukee. 
Architect, Fitzhugh Scott. 
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E.R. Wagner Mfg. Company 

MANUFACTURERS OF 

VEHICLE HARDWARE" 

SHEET METAL STAMPINGS 

HARDWARE SPECIALTIES AND 

ci o-ca n i ■ 

north mi lwaukee wis: March 24 

1915 



Kerner Incinerator Co., 
Milwaukee, Wis. 
Gentlemen: - 

Replying to your recent inquiry, wish 
to say that the incinerator you installed in 
my house last year has proven very satis- 
factory and we certainly would not wish to be 
without it. It is a great convenience in 
every way. 

Yours truly, 



E. R. W. 
H 





Residence of Mr. E. R. Wagner. 752 Shepard Avenue, Milwaukee. 
Architect, Wm. H. Schuchardt. 
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Mihnukn, wu., March 30, 1915 

The Kerner Incinerator Co., 
City 

Gentlemen :- 

We certainly appreciate and would not 
do without the incinerator that you have 
installed in my new home. I class it as one 
of the best features in my modern residence. 
The convenience of same is beyond descrip- 
tion, as it is, in fact, used all day long, 
and it keeps the kitchen and service pantry 
in perfectly sanitary condition and appearance 
all the time. 

Wishing you every success with this 
new device, and assuring you that no new 
house should be erected without an installa- 
tion of this valuable feature, I remain, 

Yours truly, 



0r%r~^*~ l 




Residence of Mr. A. P. Kunzelmann, 625 Third Avenue, Milwaukee. 
Architects, Herbst & Hufschmidt. 
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Mr. Seth B. Hunt Residence Mt. Kisco, N. Y. 

Benjamin W. Morris, Architect 




Residence of Mr. Paul Starrett, So. Orange. N. J. 

Manz and McNeille. Architects 
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S. MlN»BD TUILCREN MARTIB TULLSHEN H. W. TUUGREK 

Martin Tullgrkn & Sons 

ARCHITECTS AND Bl'ILDERS 

SEVENTH FLOOR MANH *TTAN HOILDING 
133 HRCOND 8TUKKT 

Phone Oranu JS75 

MILWAl'KEE, 



The Kerner Incinerator Co., 

214 Biddle St. , 

Milwaukee, Wis. 

Gentlemen :- 

Having now had ample opportunity, to care- 
fully watch the actual working of your built-in-the 
chimney incinerator under very severe tests in several 
of our buildings, including the "Wayland" with seventy 
apartments, we do not hesitate to give it our endorse- 
ment. In fact, we are now planning them for all of our 
buildings, as well as for our clients. 

If your incinerators continue to give the good 
service they have up-to-date , and we see no reason why 
they should not; the Kerner method of incineration and 
refuse disposal in the bhimney, unquestiionaoly solves 
the garbage problem in a very practical, sanitary amd 
scientific manner. 

A small but profitable investment and a per- 
manent improvement, operating expense practically noth- 
ing. Our tenants are well pleased and our client sat- 
isfied. 

For the welfare of the community, we wish you 
every success. 

Yours very truly. 



7 *Yfo <&&£' 
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The Wayland Apartment on the opposite page has seventy 
apartments and is served by the Kernerator, accessible on all 
floors from a rear inside hall. Seventy families would ordinarily 
mean seventy garbage cans and seventy daily rubbish piles con- 
sisting of tin cans, bottles, waste paper, rags, sweepings and the 
like,— quite a job for the janitor every day. Somebody has to pay 
for his work— the owner directly and the tenants indirectly. Besides, 
who wants to live in the same building with seventy garbage cans? 

For apartment buildings, the Kernerator is the best kind of a 
business proposition for the owner as well as a sanitary convenience 
for the tenants. 
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DRAKE REALTY CONSTRUCTION CO. 

(I NCORPORATED) 

GENERAL OFFICES-FACTORY-MILL and WAREHOUSE 
4th and PIERCE STS 

omaha, neb. November 3rd, 1919. 

,n reply pl E a, e refer to Win. B.Drake 



Mr. Geo. M. Betts, 
588 Kenwood Blvd. , 
Milwaukee. Wis. 

Dear Sir: 

Perhaps the best answer to yours of the 1st. 
is to tell you that I contracted for 18 large Kernerators 
between July and December of this year . 

I have used them in every apartment house I 
have built in the last 4 years. They are standard with 
me I consider them a very good investment. They are a 
valuable renting feature, my tenants go out of their way 
to tell me how convenient they are. The janitors are 
of course enthusiastic because the incinerator cuts out 
their most disagreeable work. 

The Kernerator has my unqualified endorsement. 



Yours very truly, 

DRAKE REALTY CONSTRUCTION CO. 



President. 




"Drake Court" 
12 Apartment Buildings on Jackson St., Running between 22nd and 24th Sts., 
Omaha, Neb. Owner, Architect and Builder, Drake Realty Construction Co. 
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OAVIO K- COURTENAT 



COURTENAY 8c WHITE 

IMPROVED REAL ESTATE 

JEFFERSON BUILDING 
TELEPHONE MAIN 1736 



WM. N. WNITC 



IKNT HOUSES 



AtMUDLt 

Cmimh, MiimuT. 

MOUTHOOO. LOaUlKI 






MILWAUKEE, WIS 



.March 26, 1915. 



Kerner Incinerator Co., 

214 Biddle Street, 

Milwaukee, Wis. 
Gentlemen: 

In regard to the two Kerner Incinerators 
which you installed at the Carolina Flats at No. 
167-12th Street, and which have now been in opera- 
tion for a period of about two years, we wish to say 
that we have been both surprised and delighted with 
the working of these Incinerators, as we have never 
had a particle of trouble with them and they have 
taken care of all of the garbage, waste paper, 
bottles, tin cans and other refuse that comes from 
the thirty apartments in this building, besides that 
which comes from the small apartments in the adjoin- 
ing building. 

There never is any odor from these Incinera- 
tors, and the doing away with the garbage cans 
around the building and the labor of the janitor in 
removing the refuse, is in our opinion one of the 
greatest blessing to apartment owners and occupants 
that has come out in the last twenty years. 

The fact that we are installing your Incin- 
erator in our new Alabama Apartment Building at No. 
176-12th Street, where there are thirty-two apart- 
ments, and have contracted for one in our new 
building, The Lynwood, on Jefferson Street, shows 
what we think about it. 

We do not believe that anyone building to- 
day, either a private home, duplex flat or apartment 
building, would even consider leaving out this 
Incinerator if they would take the trouble to look 
into this matter. 

Yours very truly, 



COURTENAY & WHITE. 



By 



oc^tat 



-yr- 



The installation of the Kernerator in your chimney 
interferes in no way with the use of the same flue for 
kitchen range, furnace, hot water heater or laundry stove. 
We have repeatedly demonstrated this fact over the skep- 
ticism of architects and builders. 
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THE ROLAND PARK COMPANY 



EDWARD L. PALMER, JR. 
ARCHITECT 



|620 MUNSeY BUILDING 



BALTIMORE. MARYLAND 



November 8, 1916. 



Mr. Calvert Williamson, 
Representing The Kerner 
Incinerator Co. , 
Baltimore, Md. 

My Dear Mr. Williamson: 

Relative to the Kerner Incinerator 
which you have installed on trial in the 
"Upland Apartments," constructed and owned by 
The Roland Park Company, I beg to say that 
after watching the operation of this device 
for about two months, I have recommended to 
the Company that the installation be accepted. 

I beg to say further that I feel it 
has fulfilled all the claims which you have 
made for it and that it is operating satis- 
factorily and affords a great convenience 
to the tenants. I should recommend it as a 
desirable equipment for any building of this 

kind. 

Very truly yours, 




^^^/ U^^^^y 




\ 



The "Uplands" 

Six Family Apartment House, Owned by Roland Park Co.. Baltimore, Md. 

Architect, E. L. Palmer, Jr. 
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- apartment Buik 
Owner. Aiel H. Johnson. 



-44- A- fia 

Architect. John A. Nyden. 




- -apartment Building. S56 Ainslee Street, Cfc i f g 
Owner. J M. ^breeder. Architect, J. M Schroeder. 
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IN THE MODERN HOME 

Sanitary plumbing, vacuum cleaning, heating, lighting and 
ventilation have reached a high degree of perfection. Mean- 
while sanitary engineer- the world over have been struggling 
with the many phases of the garbage and refuse problem-. 

The Kernerator combines the three recognized desirable 
features: First, destroying refuse where it originates. Second, 
destroying by burning. Third, burning without cost. 

This is all accomplished in the one place in the house best 
adapted for the purpose, i. e., the chimney, and at the same time 
the arrangement of having the hopper door in the kitchen renders 
the system convenient to the last degree. 

It is radical in its utter Simplicity of construction and op- 
eration — radical in its Economy — radical in that it solves the 
problem. Once placed into the receiving hopper in the kitchen, 
the garbage and refuse is for all practical purposes instantaneously 
and forever disposed of. Your only further concern is to toss a 
lighted match into the incinerator chamber once a week and take 
out ashes four or five times a year. 




Three-apartment Building, 1724 East Fifty-fourth Street, Chicago. 
Owner, Mr. E. G. Carter. Architect, Bishop & Co., Chicago. 
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F. J. Comwell Real Estate Co. 

KKAL ESTATK-LllAXS-lH'ILlHXf. 
aOa-3 SoHjep ItnihliMU.SIO I'ht-Mtnnt s«. 



TELEPHONES 'OLIVE 2226 

( CENTRAL 1917 



St. Lou!*, Nov. 16th, 1917. 



Kerner Incinerator Company, 
Mr. Russell E. Dean, 
Chemical Building, 
St. Louis, Mo. 
My dear Mr. Dean: 

Sometime ago you asked me how we liked the 
incinerators installed in our Boulevard apartments 
located at 4001 Washington Ave., and the Georgian Court 
Annex apartments located at Kingsbury and De Baliviere 
Aves. I have delayed answering until we had given 
them a thorough trial. I am now in a position to tell 
you that from the start they have been a remarkable 
success. 

Frankly, we were somewhat dubious when you first 
brought the Kerner Incinerator to our attention. We 
thought your claims of performance were exaggerated, 
but it does all you claim for it. 

To get rid of all the garbage and trash from 
one hundred ten apartments as soon as it accumulates 
solves a difficulty which is ever present where the 
old methods are used. I operate other apartments and 
I know. 

Yours very truly, 

F . J . CORNWELL REAL ESTATE CO . , 



By 





St. Louis Apartment 
Owner, F. J. Comwell, Real Estate 



Architect, H. T. Harker 
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Illi: FLORENTINE BEALTVCOMPANY 
1 129 Williamson Hiildixg 

CLEVELAND, OUIO 

December 12, 1916. 
The Atlas Building Company, 
911 Haas Building, Broadway and 7th St., 
Los Angeles, California. 

I have your inquiry under date of December 
6th with reference to Kerner Incinerator. We have 
four of these incinerators installed in Russell Hall, 
a 21-suite apartment building. We have found them 
entirely satisfactory in every particular except in 
one case where a basement suite was connected direct 
to the incinerator. This has given us a little 

trouble . 

I would not recommend the connecting of the 
incinerator to a suite in the basement, but with 
that exception I can thoroughly recommend the Kerner 
Incinerator and believe that you will find them to 
work out exactly as represented. We have had abso- 
lutely no trouble with odor, except to a very 
slight extent in the basement suite above referred 
to and have had to use no additional fuel whatever 
in the reduction of garbage. 

Very truly yours, 

THE FLORENTINE REALTY COMPANY. 



By 








Apartment II 



Owner, K. M. (iolding. 
Architect. \Y. S. Lougee. 
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MENTEER REALTY CO. 

CHEMICAL BUILDING 
ST. LOUIS 



St. Louis, Mo., Feb. 5, 1917. 

Kerner Incinerator Company, 

Mr. Russell E. Dean, Representative. 

St. Louis, Mo. 

Gentlemen: 

It gives us pleasure to state 
that the Kerner Incinerator in- 
stalled in the "Yorkleigh" has given 
entire satisfaction. It takes care of 
all garbage from the 36 apartments, and 
has the unusual merit of efficiency 
without cost of operation. 

Yours very truly, 

MENTEER REALTY COMPANY, 




(A^JLS^&LS--i 



President 




Apartment House, St. Louis. Owner. Mentier Realtj < 0. 

Architect, W B. Mills. 
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Twenty-four Apartment Building, 4908-4918 Glenwood Avenue, Chicago. 
Owner, Mr. Gust Karlsteen. Architect. Geo. Garnsey, Chicago. 




Six-apartment Building, 506 Aldine Avenue Chicago. 
Owner. Mr. Axel H. Johnson. Architect, John A. Nyden, Chicago. 
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LfNCOLN ' • A new sky line every mornirvg" 



W. B. SHURTLEFF 

HOME BUILDER 



«2i FUhKt BLDS 



lincoln, Nebraska. Feb. 26, 1917 

Kerner Incinerator Co., 
596 Clinton Street, 
Milwaukee, Wis. 

Gentlemen: 

I have a letter from Mr. H. 0. Warren, 
your Omaha representative, asking me to write you 
in regard to the operating of the Kerner Incinerator 
built in the chimney of my nine story 56 family 
apartment house. 

I wish to advise that it is entirely satisfac- 
tory and is saving the labor of one extra man to clean 
and empty garbage cans and the cost of hauling which 
would amount to $20.00 per month. 

My architect has been instructed to include 
it in all my plans in the future. 



Very truly yours, 



S-S 
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There is no case on 
record where the 
builder or owner of 
an apartment house 
served by the Ker- 
nerator did not in- 
stall it in buildings 
subsequently erected 
by him. 

There are hundreds 
of repeaters. 



Apartment House. Lincoln. Neb. 
Owner, W.B.Shurtleff. Architect, A. G. Peterson 
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PRUITT & MOORE 

1130 ARGYLE ST. 
TEL. EOGEWATfR 6360 

CHICAGO 



A. J. PRUITT 
C. W. MOORE 



December 3rd, 1914. 



The Kerner Incinerator Co., 

231 Insurance Exchange Bldg. , 
Chicago, 111. 

Attention-Mr. H. W. Ewing. 
Dear Sir: 

The Kerner "Built-In-The-Chimney" Incinerator in- 
stalled some six or eight months ago in our thirty apart- 
ment building on Glenwood Avenue, between Winnemac and 
Carmen, is giving satisfaction. 

All refuse, such as garbage, waste paper, tin 
cans, bottles, etc., is deposited from the outside of the 
building through a small door in the chimney into the 
Incinerator, where it is disposed of by lighting with a 
match, every few days. 

We have never, at any time, noticed any odors 
either in the basement or coming from the chimney, nor have 
any of our tenants or neighbors, as near as we can find out. 

As you know, we have ordered another one of your 
Incinerators for our new store and apartment building at 
Ashland and Howard Aves., and wish to receive the same 
attention as the former installation. 

Yours truly, 

PRUITT & MOORE, 





Thirty Apartment Building, No. .">042 Glenwood Avenue. Chicago. 
Owners, Pruitt & Moore. Architect, L. M. Mitchell. 
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Ralph e. Walker 

(Attorney aub (dounsellar lit Jani 



Bono Building 

Washington, d. C. 



Kerner Incinerator Co., 
Baltimore, Md. 

Gentlemen: 



January 16, 1917. 



The first Kerner Incinerator in Washington 
was installed in my sixteen-suite apartment building 
at 1511 22nd St., N. W. As I was the first builder 
to install this device I have naturally been 
greatly interested in its operation. 

It has proven to me that the Garbage and 
Refuse question has now been solved in a most prac- 
tical, sanitary and economic way in apartment 
buildings. The tenants find it a great convenience, 
and as it does away with garbage cans it saves 
more than half of the janitor's work, which gives 
him more time to devote to such things as the furnace 
and the general upkeep of the property. 

The burning of the garbage and refuse is 
very complete and there are not at any time any 
objectionable odors. 

I must say that The Kerner System is the 
most sensible way of overcoming the Garbage and 
Refuse question in apartment buildings. 

Very truly yours, 








16 Suite Apartment House, 1511 22d Street, N. W., Washington, D. C. 
Owner, Ralph E. Walker. Architect, Wm. A. Vaughn. 
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Above is shown the hopper door into which all household refuse is deposited 
This door is of simple design and by no means an objectionable feature in the 

kitchen. 




An ideal installation in the basement of a handsome Milwaukee residence. 
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Our Service 






There are a number of different size Ker- 
nerators. One for every requirement. Let us 
know the size of your proposed building, and we 
will forward to you a series of possible layouts. 
One of these will probably be found to fit your 
plans. If not, send us your plans and our engineer- 
ing department will design an incinerator to meet 
your exact requirements. Your plans, together with 
detailed working drawings, specifications and quo- 
tation will be returned in a day or two. You are 
under absolutely no obligation. 

The plans and specifications are so simple 
that any mason contractor can easily follow them. 



MINIMUM FLUE AREAS 

The following schedule governs the minimum inside 
flue areas for chimneys which serve the Kernerator: 

1 Floor — 1 Receiving Door on first floor 12" x 12" Flue 
(or larger) 

2 to 6 Floors— 16" x 16" Flue (or larger) 
7 to 10 Floors— 20" x 20" Flue (or larger) 
Above 10 Floors 20" x 24" Flue (or larger) 

Round flues with largest dimension for diameter may 
be used. 

The smoke and vent pipes from boilers, furnaces, 
ranges, water heaters, etc., may be connected to the same 
chimney if desired, without any interference with their 
operation or that of the incinerator. 
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ARRANOCO AND MINTED »Y 
8KEENE PRINTINO CO. 
MILWAUKEE WISCONSIN 



